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TOWN OF ARLINGTON 
Department of Public Works 
51 Grove Street 
Arlington, Massachusetts 02476 
Office(781) 316-3320 Fax (781) 316-3281 


2018 Sidewalk Construction Locations 


Everett: Yale to Wellesley 
Warren: River to Bates 
Tufts: Broadway to Warren 
Sunnyside: Broadway to Michael 
Sunnyside: Michael to End 
Marrigan: Sunnyside to Silk 
Silk: Marrigan to Fremont 
Fremont: Silk to Gardener 


Norcross: Granton Park to No. Union 
Valentine Rd. 

Florence Ave. 

Waverly St. 

George St. 

Downing Square at Westminster 
Downing Square at Fowell St. 



